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SUBJECT: PROPOSED ALARM AND SAFEHAVEN INSTALLATION MOGADISCIO ER 

REF: ADDIS ABABA 1212 

1 . AMBAYPADOR AGREES IN PRINCIPLE WITH YOUR REVISED ALARM 
AND SAFEHAVEN PROPOSAL FOR THE RESIDENCE. 

2. THE INTRUDER ALARM IN THE HALLWAY MAY BE SOMEWHAT IM- 
PRATICAL, HOWEVER, FROM STANDPOINT OF GUESTS AND LOUGHRAN 
CHILDREN. HOW WOULD ANYONE GO TO THE DEN FOR A BOOK OR RAID 
THE REGRIGERATOR WITHOUT SETTING OFF THE ALARM? 

3. WE WOULD PREFER TO INSTALL GRILL WORK ON OUTSIDE OF HALL 
WINDOW DUE TO NARROWNESS OF THE HALL. DO YOU CONCUR? 

4. DO YOU RECOMMEND THAT THE WINDOWS IN THE AMBASSADOR’S 
BEDROOM ALSO BE GRILLED? 

LOUGHRAN 
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